Passat Wiring Diagram No. 62/1 


Parking aid 
From February 2001 


Notes: 
Information for 
@ Relay and fuse arrangements 


+ Connector arrangements: 
Control Modules and Relays 
@ Ground connections 


=> Component Locations! 
Information for 
+ Troubleshooting Procedures 


=> Guided Fault Finding using VAS 5051/5052 


Edition 04.2001 


No. 62/2 


Control module for parking aid, Warning buzzer for parking 


D__Ignition/Starter Switch 
F4 Back-Up Light Switch 

F125 Multi-Function Transmission Range (TR) Switch 

H15 Warning buzzer for parking 

J446 Control module for parking aid 

S9 Fuse 

S10 Fuse 

T3m 3-Pin Connector, brown, connector station A-pillar, right 

T3s _3-Pin Connector, red, on protective housing for control module, in engine 

compartment, left 
T15c 15-Pin Connector, red, connector station A-pillar, right 
T16h 16-Pin Connector, on Control module for parking aid 


Threaded connection -1- (30) on the relay plate 

(æ) plus connection (15), in instrument panel wiring harness 
Plus Connection 2 (30) (in instrument panel wiring harness) 
Connector (reverse lamp) 


Plus connector -4- (30), in instrument panel wiring harness 


Plus Connection 4 (15) (in instrument panel wiring harness) 


* manual transmission only 
** automatic transmission only 


Wiring Diagram 


instrument panel wiring harness 
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Control module for parking aid, Sensors for parking 


G203 Sensor for parking, rear, left 

204 Sensor for parking, rear, left, center 

G205 Sensor for parking, rear, right, center 

206 Sensor for parking, rear, right 

J446 Control module for parking aid 

Tih Single Connector 

Teh 6-Pin Connector 

n T12h 12-Pin Connector, on Control module for parking aid 
Uro T15c 15-Pin Connector, red, connector station A-pillar, right 
T16h 16-Pin Connector, on Control module for parking aid 
U10 Trailer Socket 


Ground connection -1-, in wiring harness interior 
Parking Aid Plus Connection (in interior wiring harness) 


Trailer Socket only 
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Control module for parking aid, Control module unit in instrument 
panel insert, Data Bus On Board Diagnostic Interface 


J285 Control module with indicator unit in instrument panel insert 
J446 Control module for parking aid 

J533 Data Bus On Board Diagnostic Interface 

T15c 15-Pin Connector, red, connector station A-pillar, right 


T16h 1 Connector, on Control module for parking aid 

T16 16-Pin Connector, Data Link Connector (DLC), below instrument panel, 
left 

T32a 32- Connector, blue, on instrument cluster 


T32b 32-Pin Connector, green, on instrument cluster 


Ac AG. 3 Vokewagen 4 
gers Connection (lowerieft B pillar) 


Wire connection (Vehicle speed sii in instrument cluster wiring 
harness <N 


Connector (K-diagnosis wire) in instrument pa ra harness 


Comfort System High-bus Connection (in iste panel wiring 
harness) t 

A 
Comfort System Low-bus Connection (in instrument panel wiring 
harness) 3 


Edition 04.2001 


